THE RAMADA INN 

Located on Highway 66 West from downtown 
Gallup. 78 Beautifully decorated rooms. Central 
refrigeration and heating. Heated Swimming 
Pool Compfcje Hotel Service. Free Reservation 

Service to any other Ramada Inn. 

P.O. Box 997 - Gallup, N. M. 87301 
Phone Area 505-863-3891 
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